USDA United States Department of Agriculture 

Animal and Plant Health Inspection Service 
Investigative and Enforcement Services 



Reference Number: IA11059-AC 
Issuance Date: February 28, 2013 
Version: Final 


David and Joane Cline 
9213 Highway F62 East 
Sully, IA 50251 


CITATION AND NOTIFICATION OF PENALTY 


We believe that you violated the Animal Welfare Act (7 U.S.C. § 2131 et seq.) (AW A), as 
described below. 


Date of Violation: May 5, 2011 
9 C.F.R. § 3.1(c)(l)(ii) Housing facilities, general. 

(c) Surfaces — (1) General requirements. The surfaces of housing facilities — including houses, 
dens, and other furniture-type fixtures and objects within the facility — must be constructed in a 
manner and made of materials that allow them to be readily cleaned and sanitized, or removed or 
replaced when worn or soiled. Interior surfaces and any surfaces that come in contact with dogs 
or cats must: 

(ii) Be free of jagged edges or sharp points that might injure the animals. 

You failed to remove broken wires and/or rusted tin with jagged edges and/or sharp 
points that could cause injury to the animals in no fewer than three (3) enclosures 
housing nine (9) dogs. 

Date of Violation: May 5. 2011 
9 C.F.R. § 3.1(c)(3) Housing facilities, general. 

(c) Surfaces — (3) Cleaning. Hard surfaces with which the dogs or cats come in contact must be 
spot-cleaned daily and sanitized in accordance with § 3.11(b) of this subpart to prevent 
accumulation of excreta and reduce disease hazards. Floors made of dirt, absorbent bedding, 
sand, gravel, grass, or other similar material must be raked or spot-cleaned with sufficient 
frequency to ensure all animals the freedom to avoid contact with excreta. Contaminated material 
must be replaced whenever this raking and spot-cleaning is not sufficient to prevent or eliminate 
odors, insects, pests, or vermin infestation. All other surfaces of housing facilities must be 
cleaned and sanitized when necessary to satisfy generally accepted husbandry standards and 
practices. Sanitization may be done using any of the methods provided in § 3.11(b)(3) for 
primary enclosures. 

You failed to spot-clean daily and sanitize as evidenced by the following: 

1) An excessive accumulation of hair and feces caught on the wire and supports 
hanging under the elevated enclosures; 

2) Enclosure walls and dog boxes with dirt, hair, spider webs, and excreta accumulated 
on the surfaces; 

3) The tops of elevated enclosures inside of the shelter building with dirt and hair 
accumulated on the surfaces; 
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4) The cement under the enclosures inside of the shelter building with excreta residue 
on the surfaces; and 

5) The plastic dog houses and food and water receptacles with an accumulation of dirt, 
hair, and excreta on the surfaces. 


Date of Violation: May 5, 2011 
9 C.F.R. § 3.9(b) Feeding. 

(b) Food receptacles must be used for dogs and cats, must be readily accessible to all dogs and 
cats, and must be located so as to minimize contamination by excreta and pests, and be protected 
from rain and snow. Feeding pans must either be made of a durable material that can be easily 
cleaned and sanitized or be disposable. If the food receptacles are not disposable, they must be 
kept clean and must be sanitized in accordance with § 3.11(b) of this subpart. Sanitization is 
achieved by using one of the methods described in § 3.11(b)(3) of this subpart. If the food 
receptacles are disposable, they must be discarded after one use. Self-feeders may be used for the 
feeding of dry food. If self-feeders are used, they must be kept clean and must be sanitized in 
accordance with § 3.11(b) of this subpart. Measures must be taken to ensure that there is no 
molding, deterioration, and caking of feed. 

You failed to remove food build up and saliva residue from the inside of the feeders. 
Additionally, some of the feeders had chewed edges that could not be properly cleaned 
and sanitized. 


Date of Violation: May 5, 2011 
9 C.F.R. § 3.10 Watering. 

If potable water is not continually available to the dogs and cats, it must be offered to the dogs 
and cats as often as necessary to ensure their health and well-being, but not less than twice daily 
for at least 1 hour each time, unless restricted by the attending veterinarian. Water receptacles 
must be kept clean and sanitized in accordance with § 3.11(b) of this subpart, and before being 
used to water a different dog or cat or social grouping of dogs or cats. 

You failed to keep water receptacles clean and sanitized. One the above date, APHIS 
observed the water receptacles appeared to be brown and yellow with dirty water. 
Additionally, some of the water receptacles had rough chewed edges that could not be 
properly cleaned and sanitized. 

Date of Violation: August 17, 2011 

9 C.F.R. § 2.40(b) Attending veterinarian and adequate veterinary care (dealers and exhibitors), 
(b) Each dealer or exhibitor shall establish and maintain programs of adequate veterinary care 
that include: 

(2) The use of appropriate methods to prevent, control, diagnose, and treat diseases and injuries, 
and the availability of emergency, weekend, and holiday care; 

(3) Daily observation of all animals to assess their health and well-being; Provided, however, 
that daily observation of animals may be accomplished by someone other than the attending 
veterinarian; and Provided, further, That a mechanism of direct and frequent communication is 
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required so that timely and accurate information on problems of animal health, behavior, and 
well-being is conveyed to the attending veterinarian; 

You failed to provide adequate veterinary care for the following animals: 

1) A Bichon identified as “Rosie” with yellow and brown build up on the canine and 
cheek teeth with red and swollen gums, matted hair, and long toenails; and 

2) Several Bichons with matted hair and long toenails. 


Date of Violation: August 17, 2011 
9 C.F.R. § 2.50(a)(1) Time and method of identification. 

(a) A class “A” dealer (breeder) shall identify all live dogs and cats on the premises as follows: 
(1) All live dogs and cats held on the premises, purchased, or otherwise acquired, sold or 
otherwise disposed of, or removed from the premises for delivery to a research facility or 
exhibitor or to another dealer, or for sale, through an auction sale or to any person for use as a 
pet, shall be identified by an official tag of the type described in § 2.51 affixed to the animal’s 
neck by means of a collar made of material generally considered acceptable to pet owners as 
a means of identifying their pet dogs or cats 2, or shall be identified by a distinctive and legible 
tattoo marking acceptable to and approved by the Administrator. 

You failed to identify several dogs at your facility. □ 


Date of Violation: August 17, 2011 
9 C.F.R. § 2.75(a)(1) Records: Dealers and exhibitors. 

(a)(1) Each dealer, other than operators of auction sales and brokers to whom animals are 
consigned, and each exhibitor shall make, keep, and maintain records or forms which fully and 
correctly disclose the following information concerning each dog or cat purchased or otherwise 
acquired, owned, held, or otherwise in his or her possession or under his or her control, or which 
is transported, euthanized, sold, or otherwise disposed of by that dealer or exhibitor. The records 
shall include any offspring born of any animal while in his or her possession or under his or her 
control. 

You failed complete the Dogs on Hand APHIS Form 7005. 


Date of Violation: August 17, 2011 
9 C.F.R. § 3.1(c)(l)(i) Housing facilities, general. 

(c) Surfaces — (1) General requirements. The surfaces of housing facilities — including houses, 
dens, and other furniture-type fixtures and objects within the facility — must be constructed in a 
manner and made of materials that allow them to be readily cleaned and sanitized, or removed or 
replaced when worn or soiled. Interior surfaces and any surfaces that come in contact with dogs 
or cats must: 

(i) Be free of excessive rust that prevents the required cleaning and sanitization, or that affects 
the structural strength of the surface; 

You failed to remove rusted tin and/or wire from at least four (4) enclosures 
containing eleven (11) dogs. 
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Date of Violation: August 17, 2011 
9 C.F.R. § 3.6(a)(1) Primary enclosures. 

Primary enclosures for dogs and cats must meet the following minimum requirements: 

(a) General requirements. 

(1) Primary enclosures must be designed and constructed of suitable materials so that they are 
structurally sound. The primary enclosures must be kept in good repair. 

You failed to repair and/or replace one (1) hutch type enclosure that did not appear to 
be structurally sound. 

Date of Violation: August 17, 2011 
9 C.F.R. § 3.9 Feeding. 

(a) Dogs and cats must be fed at least once each day, except as otherwise might be required to 
provide adequate veterinary care. The food must be uncontaminated, wholesome, palatable, and 
of sufficient quantity and nutritive value to maintain the normal condition and weight of the 
animal. The diet must be appropriate for the individual animal’s age and condition. 

(b) Food receptacles must be used for dogs and cats, must be readily accessible to all dogs and 
cats, and must be located so as to minimize contamination by excreta and pests, and be protected 
from rain and snow. Feeding pans must either be made of a durable material that can be easily 
cleaned and sanitized or be disposable. If the food receptacles are not disposable, they must be 
kept clean and must be sanitized in accordance with § 3.11(b) of this subpart. Sanitization is 
achieved by using one of the methods described in § 3.11(b)(3) of this subpart. If the food 
receptacles are disposable, they must be discarded after one use. Self-feeders may be used for the 
feeding of dry food. If self-feeders are used, they must be kept clean and must be sanitized in 
accordance with § 3.11(b) of this subpart. Measures must be taken to ensure that there is no 
molding, deterioration, and caking of feed. 

Two (2) feeders had rough and chewed edges that could not be properly cleaned. 

Date of Violation: December 12, 2012 

9 C.F.R. § 2.40(b)(2) Attending veterinarian and adequate veterinary care (dealers and 
exhibitors). 

(b) Each dealer or exhibitor shall establish and maintain programs of adequate veterinary care 
that include: 

(2) The use of appropriate methods to prevent, control, diagnose, and treat diseases and injuries, 
and the availability of emergency, weekend, and holiday care; 

You failed to establish and maintain an adequate program of veterinary care and use 
appropriate methods to prevent, control, diagnose, and treat diseases and injuries for 
the animals in your facility. On the above date, APHIS observed the following: 

1) A male Bichon Frise (microchip identification #070082107) with a yellowish brown 
organic build-up on the canine and cheek teeth, red, swollen gums, and a matted coat; 

2) A female Bichon Frise (USDA identification tag #71) with a yellowish brown 
organic build-up on the canine and cheek teeth, red, swollen gums, and a matted coat; 
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3) A male Bichon Frise (microchip identification #085866583) with a yellowish brown 
organic build-up on the canine and cheek teeth, red, swollen gums, and a matted coat; 
and 

4) Other dogs within the facility with overgrown, matted coats. 


Date of Violation: December 12, 2012 
9 C.F.R. § 2.50(a)(2) Time and method of identification. 

(a) A class “A” dealer (breeder) shall identify all live dogs and cats on the premises as follows: 
(2) Live puppies or kittens, less than 16 weeks of age, shall be identified by: 

(i) An official tag as described in § 2.51; 

(ii) A distinctive and legible tattoo marking approved by the Administrator; or 

(iii) A plastic-type collar acceptable to the Administrator which has legibly placed thereon the 
information required for an official tag pursuant to § 2.51. 

You failed to properly identify nine (9) puppies in your facility. 


Date of Violation: December 12, 2012 
9 C.F.R. § 2.75(a)(1) Records: Dealers and exhibitors. 

(a)(1) Each dealer, other than operators of auction sales and brokers to whom animals are 
consigned, and each exhibitor shall make, keep, and maintain records or forms which fully and 
correctly disclose the following information concerning each dog or cat purchased or otherwise 
acquired, owned, held, or otherwise in his or her possession or under his or her control, or which 
is transported, euthanized, sold, or otherwise disposed of by that dealer or exhibitor. The records 
shall include any offspring born of any animal while in his or her possession or under his or her 
control. 

You failed to make, keep, and maintain records or forms which fully and correctly 
disclose all of the animals in your facility. On the above date, APHIS counted fifty- 
five (55) adult dogs in your facility, but your records could only account for fifty (50) 
adult dogs. 


Date of Violation: February 7, 2013 

9 C.F.R. § 2.40(b)(2) Attending veterinarian and adequate veterinary care (dealers and 
exhibitors). 

(b) Each dealer or exhibitor shall establish and maintain programs of adequate veterinary care 
that include: 

(2) The use of appropriate methods to prevent, control, diagnose, and treat diseases and injuries, 
and the availability of emergency, weekend, and holiday care; 

You failed to establish and maintain an adequate program of veterinary care and use 
appropriate methods to prevent, control, diagnose, and treat diseases and injuries for 
the animals in your facility. On the above date, APHIS observed the following: 

1) A female Cavachon (microchip identification #102784376) with a yellowish brown 
organic build-up on the canine and cheek teeth and red, swollen gums; 

2) A Bichon Frise with a yellowish brown organic build-up on the canine and cheek 
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teeth and red, swollen gums; 

3) Several additional dogs within the facility that had organic build-up on their teeth; 
and 

5) Several dogs within the facility, including the above animals, that had overgrown, 
matted coats in need of grooming. 


Date of Violation: February 7, 2013 
9 C.F.R. § 2.50(a)(2) Time and method of identification. 

(a) A class “A” dealer (breeder) shall identify all live dogs and cats on the premises as follows: 
(2) Live puppies or kittens, less than 16 weeks of age, shall be identified by: 

(i) An official tag as described in § 2.51; 

(ii) A distinctive and legible tattoo marking approved by the Administrator; or 

(iii) A plastic-type collar acceptable to the Administrator which has legibly placed thereon the 
information required for an official tag pursuant to § 2.51. 

You failed to properly identify six (6) puppies within your facility. 


Date of Violation: February 7, 2013 
9 C.F.R. § 3.1(c)(1) Housing facilities, general. 

(c) Surfaces — (1) General requirements. The surfaces of housing facilities — including houses, 
dens, and other furniture-type fixtures and objects within the facility — must be constructed in a 
manner and made of materials that allow them to be readily cleaned and sanitized, or removed or 
replaced when worn or soiled. Interior surfaces and any surfaces that come in contact with dogs 
or cats must: 

(ii) Be free of jagged edges or sharp points that might injure the animals. 

You failed to replace a surface that could no longer be readily cleaned and sanitized. 
On the above date, APHIS observed a plastic “Igloo” primary enclosure with rough, 
chewed edges around the entryway. You also failed to remove broken wires with 
sharp points that could cause injury to the animals in no fewer than two (2) enclosures 
housing six (6) dogs. 


Date of Violation: February 7, 2013 
9 C.F.R. § 3.4(b)(3) Outdoor housing facilities. 

(b) Shelter from the elements. Outdoor facilities for dogs or cats must include one or more 
shelter structures that are accessible to each animal in each outdoor facility, and that are large 
enough to allow each animal in the shelter structure to sit, stand, and lie in a normal manner, and 
to turn about freely. In addition to the shelter structures, one or more separate outside areas of 
shade must be provided, large enough to contain all the animals at one time and protect them 
from the direct rays of the sun. Shelters in outdoor facilities for dogs or cats must contain a roof, 
four sides, and a floor, and must: 

(3) Be provided with a wind break and rain break at the entrance. 

You failed to provide wind and rain breaks at the entrance to the shelters in outdoor 
primary enclosures. On the above date, APHIS observed a free standing structure on a 


8 



USDA United States Department of Agriculture Reference Number: IA11059-AC 

Animal and Plant Health Inspection Service Issuance Date: February 28, 2013 

Investigative and Enforcement Services Version: Final 

cement slab with four (4) primary enclosures. The primary enclosures have no wind 
or wind break at the shelter entrances, affecting twelve (12) animals. 



Date of Violation: February 7, 2013 

9 C.F.R. § 3.11(a) Cleaning, sanitization, housekeeping, and pest control. 

(a) Cleaning of primary enclosures. Excreta and food waste must be removed from primary 
enclosures daily, and from under primary enclosures as often as necessary to prevent an 
excessive accumulation of feces and food waste, to prevent soiling of the dogs or cats contained 
in the primary enclosures, and to reduce disease hazards, insects, pests and odors. When steam or 
water is used to clean the primary enclosure, whether by hosing, flushing, or other methods, dogs 
and cats must be removed, unless the enclosure is large enough to ensure the animals would not 
be harmed, wetted, or distressed in the process. Standing water must be removed from the 
primary enclosure and animals in other primary enclosures must be protected from being 
contaminated with water and other wastes during the cleaning. The pans under primary 
enclosures with grill type floors and the ground areas under raised runs with mesh or slatted 
floors must be cleaned as often as necessary to prevent accumulation of feces and food waste and 
to reduce disease hazards pests, insects and odors. 

You failed to remove food waste and excreta from primary enclosures on a daily basis. 
The penalty for the alleged violation(s) described above is $2,786. 
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